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2,31 (a> 

INSTITUTIONAL ANIMAL CARE AND JSE COMMITTEE (lACUC). 

Section 2-3Ha) states "The Chief Execulive Officer cl the research iacility shall appoint an Institutional Aninral 
Care and Use CDi’iimiUea ijlACUC}, qualiliad through the a^iparieripe and BKpertiae oF ils, memtiBrs la assess Ihe 
research laciliiy's anintaf program, facilities, and procedures. Except as specidcally authonzed by law or these 
regLilaligns-, nathing in this pa.ti: shall be deemed 1a permit the Commijl^ or lACIrfC fa prescribe melhod^ pr set 
slandards lor the design^ petfonmance, ot conduct of aelual research of expenimentalion by a research facility.'' 

After Ifw 5-3-[}7 lAGuC meeting, the lACUC Chair ratirod, and It'ia Atlanding Veterirtarian and Ihe unalllNalad 
member resigned from the comirittce. This research lacilily has not had a duly cortstitutcd lACUC since lhal 
maetinq. The Chief Executive Olficet needs ta eppaint members td the oommitteer lollowing the rnember^ip 
guidelines in CFFI £.3l (b). 


To bo corrected by 7-14 Ofl. 


2,31 (c) repeat 

INSTITUTIONAL ANIMAL CARE AND USE COMMITTEE (lACUC)- 

SectKin 2.31(cli states "lACUC Functions. With respect to activities involving animals, the lACUC, as. an agent ot 
1he researdh facility, shall: 

(1 f Raview., at leaat pnqe evefy aix mqrfhs, the research lejailily'a program f-pr humane oare and qd animaH, using 
title B, chapter I. subchap^er A-Animal Watlare. as a basis lor evaluation; 

(2) Inspect, at least once every six months, all of Ihe research lacllity'e ammaJ laclliltes, Irvcludlr^ animat study areas. 
(jsir>g liile 9. chapler t, subchapter A-Animal Welfare, as a basis for evalualion. 

{3) Prepare reports o1 its evaluations conducted as required by paragraphs {c)^l) and (2't of this secljon, and submil 


Prepared By: 


Title: 

Received By: 


LISA K MACELDEBRV, D V M USDA, APHIS. Animal Care Dete; 

V^E PI NARY M EPICAL OFFIC ER Inspector 1 055 Juh- 1 2-2003 



Title: 


Pape 1 3 


Date: 

Juh- 12-2003 




USDA 



Urited Snsrtes Depanmenr of Agricuttune LtaiLtLiBm 

Animal and Plani HaaJLIi lns|:HialiDri &arvJca a$4Ki4 insp id 

Inspection Report 


Ihe repods to Ihe Inatitotionfll Official d Itie f-esea^ch facility; Pnouicled, however. That the iACUC may determine- the 
hesi means oi conducting dvafualidns al the raseaieh Taolity's piro^rams and tacililies: and P'ra^vklad, furlhar^ Thai no 
Committee memt?er wishing lo padicipate in any evaloalion conducted under this subpart may he excluded The 
lAOUO may suhcommilleea composed d 1 a1 least two Committee mafiitTers and may invite ad hoc consultants lo 
assIsJl In conducbng the evaluattons, however, the IACUC remains rssponslble for the evaluations and repwts as 
required by the Act and regulations. 

The reports shall be reviewed and signed by a majcKity ol the IACUC members and mest include any mmoriiy views. 
The raporis shall be updated at least once every sijt itvenths upon Cdfnptetion ot the required semiannual evaluatH^ine 
and shall be maintained by Ihe research facility and made available to APHIS and to officials of fundirvg Federal 
ageincies Ir^r inspectkin and cr^ying upon rcquast. 

The reports muet contain a description of the nature and e-xtenl of the research lacilUy's adherence to this sobshapler. 
musl Idantily specifically any departures from the provisions of line g., chapter I, subchaptar A^ Animal Wallare, and 
■must state the reasons tor each departure. The reports must distinguish significant deficiencies Iron minor 
detrciancies. A signilioanl rlellciency is One which, with rclerence to .^ubchspter A. and. In the judgment of Ihe LACLlC 
arid the Institutional Offcial, is or may be a threat to Ihe health or safely of the animals, tf program or facility 
deficiencies are noted, the reports must contain a reasonabie and specific plan and schedole with dates ior cofrecling 
oach deficiency. Any failure to adhero to Ihe piian arvt schedule that results in a signlficaot deficlancy remaining 
uricorrected shall be reported in writing within 15 business days by the IACUC . Ibnough Ihe Inslilutional Olficial, to 
APHIS and any Federal agetvcy iundiriig that activIlyT 


Because no animal use was planned or conducted since the lasi IACUC maeting on S-a-OSK no IACUC was re- 
oonsliluted and no IACUC meetings wene held in the last year. Even it rhene is no animal use, the EACUC must sliti 
-meet at least or>De oveiv sk monlTis for a program raviaw and facility inspecllon, as long as ihe research facility 
mainlaing their USDA negistralion. 

To be corrected by 7-14-CW. 
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